

OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN 8IG8Y, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


12/02/2010 


Jessica Healy 

Assistant District Attorney, Plymouth County 
Dear ADA Healy, 

Enclosed is the information you requested in regards to Commonwealth vs 
copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Curriculum Vitae for Annie Khan & Daniel Renczkowski. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # HMHMi 

Annie Khan (Dookhan) was the custodial chemist and performed the pre limin ary testing and net 
weight for this sample. Daniel Renczkowski was the confirmatory chemist and analyzed the 
GC/MS data for this sample. 

If you have any questions about these materials, please call me at the number below. 


C_- 

Annie Khan (Dookhan) 

Chemist II 

Drug Analysis Lab 

Jamaica Plain, MA. 02130 

(617) 983-6631 

Annie. Khanfcdstale.ma.us 



Included are 
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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



06/30/2010 


Brendan Barnes 

Assistant District Attorney, Plymouth County 
Dear ADA Bames, 

Enclosed is the information you requested in regards to Commonwealth vs. Included are 

copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for samples 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples # 

GC/MS testing was performed by Daniel Renczkowski All other analyses were performed by 
Annie Khan (Dookhan). If you have any questions about these materials, please call me at the 
number below. 


Sincerely, 

Anni e Khan (Dookhan) 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 

Annie Klian (Dookkan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry 
University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry 

Experience: 

2003 - present 

Chemist I, II , Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of 
Public Health, Ding Analysis Laboratory. 

’“Appointed Assistant Analyst by Assistant Commissioner of Public Health, January 2004. 
♦Responsible for the identification of drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for 
the purpose of drug analysis. 

♦Maintenance and repairs of analytical instruments. 

♦Maintain the Quality Control of analytical instruments and controls/standards. 

* Maintain the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst 11 , UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the 
Massachusetts Biologic Laboratory, Quality Control and Quality Assurance Department. 
♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of 
QC analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Method Development for creating new techniques for the QC Department. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, 

PDR, etc. 

Additional Training: 

Dept of Justice - Forensics Professionals 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with Massachusetts Biologic Laboratory and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Daniel Renczkowski 


Education 

Degree: Bachelors of Science in Forensic Chemistry, 

May 2005 from Buffalo State College 
GPA: 3.84, Dean’s List, Honor’s Recognition 
American Chemical Society Undergraduate Award 
Phi Lambda Upsilon Membership 


Related Coursework: Analytical Chemistry 

Organic Chemistry I and II 
Biochemistry 

Chemistry of Criminalistics 
Anatomy 


Physical Chemistry 
Instrumental Chemistry 
Forensics Laboratory 
Physical Evidence 
Physiology 


Employment 

Massachusetts Department of Public Health Drug Analysis Laboratory 
Chemist I (October 2005 - March 2008) 

Chemist II (March 2008 - present) 

-Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff 
-Successfully completed GC/MS training program 

-Responsible for the identification of substances to determine violation of the 
Controlled Substances Act of the Massachusetts General Laws 
-Responsible for maintenance and repairs of analytical instruments 
-Responsible for quality control of analytical instruments and standards 

Related Experience 

Niagara County Forensics Laboratory 

Forensic Internship, January 2005 

-Conducted research on the presumptive testing of saliva 
-Conducted research on the identification and detection of lubricants 
-Observed all aspects of the laboratory including drug analysis, firearms 

comparison, trace evidence, arson investigation, toxicology, and serology 
-Daily use ofFTIR microscope and DuraSamplerll 
-Familiarized with GC/MS programs 
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Executive Office of Health and Human Services 



Tel (617) 983-6622 Tel (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours Amherst Hours 


8:00 - 11:00 DRUG RECEIPT 9:00 -12:00 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 















PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 

Fax (617) 983-6625 

The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 

Department of Public Health 

State Laboratory Institute 

Amherst Drug Laboratory 
Tel (413) 545-2601 

Fax (413) 545-2608 

Boston Hours 


Amherst Hours 

8:00-11:00 

DRUG RECEIPT 

9:00-12:00 

2:00-4:00 


1:00-3:00 


























No. 


Date Analyzed: 


City: Kingston Police Dept. 
Officer: Sergeant SUSAN MUNFORD 
Def: 

Amount: 89.0 

No. Cont: 1 Cont: pb 

Date Rec'd: 04/05/2010 
Gross Wt.: 15.01 




Subst: TAB 

No. Analyzed: 

Net Weight: \\-XC> 

# Tests: 

H fctfK 


Prelim: e>^c 0 do^ Findings: £)*y C <jfi>on€ 


City: Kingston Police Dept. 
Officer: Sergeant SUS AN MUNFORD 
Def: 

Amount: 2.0 

No. Cont: i Cont: pb 

Date Rec'd: 04/05/2010 
Gross Wt.: 4.28 


Date Analyzed: 




Subst: TAB 

No. Analyzed: 

Net Weight: 

# Tests: v.o*So 
• J>6TK 


Prelim: d. 


Findings: 


No. 

City: Kingston Police Dept. 
Officer: Sergeant SUS AN MUNFORD 
Def: 

Amount: 99.0 

No. Cont: 1 Cont: pb 

Date Rec'd: 04/05/2010 
Gross Wt.: 16.27 


Date Analyzed: 




Subst: TAB 

No. Analyzed: 

Net Weight: 

# Tests: ^ •cn'vo 


Prelim: & Findings: Oxycocifo^e 









Date Analyzed. 



City: Kingston Police Dept. 


Officer: Sergeant SUSAN MUNFORD 



Amount: 100.0 

No. Cent: 1 Cont: pb 

Date Rec'd: 04/05/2010 
Gross Wt.: 16.41 




Subst:TAB 

No. Analyzed: 

Net Weight: \ "2.^ G3 
# Tests: 


Prelim: o/.^( ocki> vc. 


Findings: QVycocJta.-iC 



ingston Police Dept. 


Date Analyzed: 


Officer: Sergeant SUSA N MUNFORD 
Def: m 
Amount: 92.0 
No. Cont: 1 Cont: pb 

Date Rec’d: 04/05/2010 
Gross Wt.: 45.10 




Subst:TAB 

No. Analyzed: 

Net Weight: u \ -3 2 _ 
# Tests: 3-sv^ 

• G 


Prelim. O^ocVo'io. Findings: Q V y £oe fe„« 










Pharmaceutical Analysis Sheet 



Sample 




E.O. weight b 


Count )S _Description: 

N D V 

Ballistic l.D. C<\ 2>0 


I.D. Sotnce OOo-iojrisvo.cjUv 
O x^CoC,CdV52. 


-V-mj -- "S; 



Mnaj ID- Qa^j 8 MS chemist pyS£ 


, completed O 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone And Acetaminophen 
Also known as Acetaminophen And Oxycodone 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredients: Acetaminophen - 325 MG 
, Oxycodone Hydrochloride - 5 MG 

Excipients: Magnesium Stearate 

microcrystalline cellulose 
Povidone 

pregelatinized starch 
Stearic Acid 

Silicon Dioxide, Colloidal 
Crospovidone 

Availability & Manufacturing 

Availability: United States 
Available-Container-Sizes: Bottle of 100: Bottle of 500 
Contact; Watson Laboratories 
Product ID: 5680180 

AAPCC Code: 072702 - Acetaminophen with Oxycodone 

Registry Numbers: NDC 0591-0749-01 
NDC 0591-0749-05 

Physical Description 

Imprint: Watson 749 
Form: Oral Tablet 
Color: white 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActionId/pf.PrmtReady 4/20/2010 
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MICROMEDEX® Healthcare Series : P01SINDEX® Document Page 1 of 1 

POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCI 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 
Starch, Corn 

Availability & Manufacturing 

Availability: United States 

Available-Contalner-SIzes: Bottle of 100; 10X10 
Contact: Actavls Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-215-02 
NDC 52152-215-11 

Notes 

Notes: Actavls Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActionId/pf.PnntReady 4/20/2010 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 

Also known as Oxycodone HCI 


Regulatory-Status: Schedule II 


Ingredients 


I in 


Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

Lactose {Monohydrate) 

Cellulose, Mlcrocrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 

FD&C Blue No. 2 Aluminum Lake 


Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 
Contact: KVK-Tech 


Manufacturer Product 
Codes: 


UPC 10702-00901 


Product ID: 6998053 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsaficylic Acid) 

Registry Numbers: NDC 10702-009-01 


Physical Description 

Imprint: 


hi i 


Alt Imprint: 

Form: 

Color: 

Shape: 


K 9 - The tablet is debossed with K on left and 9 on right of the bisect on one side and 
plain on the other side. 

K9 - The tablet is debossed with K on left and 9 on right of the bisect on one side and 
plain on the other side, 

Oral Tablet 

Blue 

Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://vvww.thomsonhc.coni/hcs/librarian/PFDefaultActioiiId/pf.PrmtReady 4/20/2010 

Folk OIG PRR 031230 



MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Botlle of 100 

Contact: Covidien Malfinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination {Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 


Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/iibrarian/PF7Tpfauif a u? 
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Pharmaceutical Analysis Sheet 



Description: 


Ballistic l.D. pP\ 7^(3 

I.D Source 
2, O OcV O' U2 


<V* cV- Vja -"V 

\ 'A ^ ^ 






inul f,D. 


MS chemist P conipfeted l-\ - 22 - )Q 1 


Sample #J 


. City vot^ 


E.O, weight ^-v 


Coxmi %* _Description: ^\mjl ^r\cS^Ai^NJLr^ 

v \ v 

Ballistic l.D. Z. \CA 


LD Source COca cKUl 

^ V-C\Xj5 


YnS^A v 




**inal l.D. <tyy\ _jV15 chemist (V*o) completed ly Z-2-— \n 


D' 3 v 1 b b 



^ ny ,,^-pr^ 


E.O, weight \b>X 


Description: 


Ballistic I.D. C^Y 


l.D. Source 0004 £>uia 

i- O b^c.odo r, ia 


-- VL-^l rO<5r 


^CdL 


v x % 




Final l.D Q^qA<J\j? MS chemist | *Q completed ly ^ 2 -- V 1 











MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcryslalllne 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avaliable-Contalner-SJze: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0408-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

30 

Ait Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
Imprinted on the reverse side, 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


© 1974- 2010 Thomson Reuters. Ail rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActionId/pf.PrintReady 4/20/2010 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Diazepam 

Regulatory-Status: Schedule IV 

Ingredients 

Active-Ingredient: Diazepam -10 MG 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Bottle of 100; Bottle of 500; Bottle of 1000 
Contact: Ivax Pharmaceuticals 
Product ID: 3295502 
AAPCC Code: 007000 - Benzodiazepines 
Registry Number: NDC 00172-3927 
Physical Description 


Imprint: 

Z; 3927; 10 

Form: 

Tablet 

Color: 

light blue 

Shape: 

Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefault Actionld/pf.PrintReady 4/20/2010 
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MICROMEDEX® Healthcare Series : POIS INDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Contalner-SIze: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicyllc Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box Is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActioiiId/pf.PrmtReady 4/20/2010 
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Sample tt\ 


Count ^ _ Desenpn 


Ciry \C. 


E.O. weight_ 


aenpnon: t^A 


Ballistic f.D UDeMon 




M i - 2n~\ls 


I.D. Source n\Qic> <r KU2£9r?C 




l-inal l.D. 


chemist H^Qj completed iA~2l“tO 


















MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidlen Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://\v\vw.thomsonhc.com/hcs/librarian/PFDefaultActionld/pf.PrintReady 


4/20/2010 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 

POISINDEX® Product List 
Oxycodone And Acetaminophen 


Also known as 

Acetaminophen And Oxycodone 

Regulatory-Status: 

Schedule fl 

Ingredients 

Active-Ingredients: 

Acetaminophen - 325 MG 

Oxycodone Hydrochloride - 5 MG 

Excipients: 

Magnesium Stearate 
mlcrocrystailine cellulose 

Povidone 

pregeiatinized starch 

Stearic Acid 

Silicon Dioxide, Colloidal 

Crospovidone 

Availability & Manufacturing 

Availability: 

United States 

Available-Container-Sizes: 

Bottle of 100; Bottle of 500 

Contact; 

Watson Laboratories 

Product ID: 

V ■ 

5680180 

AAPCC Co do: 

072702 - Acetaminophen with Oxycodone 

Registry Numbers; 

NDC 0591-0749-01 

NDC 0591-0749-05 

Physical Description 

Imprint: 

Watson 749 

Form: 

Oral Tablet 

Color: 

white 

Shape: 

Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 





MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 

> Available-Container-Size: Bottle of 100 , 

Contact: Covidien Malllnckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 


D:\SYSTEM5\04_20_10\711805.D 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

20 Apr 2010 
BLANK 

1 

DRUGS 

RTE 


16:16 




Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\71I806.D 

ASD 

20 Apr 2010 16:30 

OXYCODONE STD 

6 

DRUGS 

RTE 


Abundance 

1400001 


120000 

100000 

80000 

6GQ00 

40000 

20000 


! 




0 


TIC: 7T180B.D 
5185 


gW "eliQ ‘' 7ho ‘ r ho ' aW 1s^o' ' abo^TFcT 


ime~> 2.00 


Ret. Time 

Area 

Area % 

Ratio % 

5.846 

204341 

100.00 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711806.D 

ASD 

20 Apr 2010 16:30 

OXYCODONE STD 

6 

DRUGS 

RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


5.85 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000 - 00-0 2 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_20_10\711811.D 

ASD 

20 Apr 2010 17:37 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance. TICT7TT81 f.TT 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711811.D Fri Jul 09 14:22:46 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711812.D 

ASD 

20 Apr 2010 17:51 


12 

DRUGS 

RTE 


'Abundance 
400000 

300000 

200000 

100000 ! 


Trcr7f1812:u 
5186 


\J 4 V-r-T-T--r-T--j -i—-i 

frime--> 2.00 2.50 


3.00 


3.66 ""Too ’ 4.60 616 " ’ ’ ‘ 6.66 ‘ "6.6o ’ ' 7.00 7.50 8.1)6 ‘ '8.50* ' 9.66 ' ' 9.KT" 


Ret. Time 

Area 

Area % 

Ratio % 

5.857 

706083 

100.00 

100.00 


711812.D 


Fri Jul 09 14:22:50 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM5\04 20 10\711812.D 



Operator 

ASD 



Date Acquired 

20 Apr 2010 17:51 



Sample Name 




Submitted by 

ASD 



Vial Number 

12 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# RT 

Library/ID 

CAS# Qual 


1 5.86 C:\DATABASE\PMWJT0X2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 94 

000000 - 00-0 2 



Abundance 


80 


60 


40 


20 


70 


"#583:Oxyc6done 


TT573 


315 


230 


140 


201 


185 


\r\lz-> UI 7o 50 ' ^o 'yp eb' 9CM0 r 0 lip 1 ^ 0 1 30 140 150 1 60 170 I' fe lQO 260 2^0 2^0 gjjcTgjo 25 0 2&) 2 T 0 2&? l&O 30 0 3-1 o' 


217 

s j 

myr-ilt-: 


258 


244 


281 


300 




■t j 1 


711812 .D 


Fri Jul 09 14:22:50 2010 


Page 2 


Folk OIG PRR 031245 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711814.D 
ASD 

20 Apr 2010 18:17 

BLANK 
ASD 
1 

DRUGS 

RTE 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711815.D 
ASD 

20 Apr 2010 18:30 

ASD 

15 

DRUGS 

RTE 


Abundance 


-TIC: 7f1FT5X> 

5186 

] 

400000 

300000 

200000 

100000 

0 


' 

! 

i 

i 

1 


|TJme~> 


1 4.ho ' o.bo^ bib 

abo 1 ' bio ' 7 .bo ' zio 

Tbo' bio' Ibbo' bib'' 


Ret. Time 

Area 

Area % 

Ratio % 

5.863 

867888 

100.00 

100.00 


711815.D Fri Jul 09 14:22:58 2010 


Page 1 


Folk_OIG_PRR 031247 











Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711815.D 
ASD 

20 Apr 2010 18:30 


ASD 
15 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 



PK# 

RT 

Library/ID 

CAS# ( 

Dual 

1 

5.86 

C:\DATABASE\NIST98.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 

'Abundance 

1 


TwerageoF 5.8T0 to 5.979 mm. :“71181515 (-) 


315 


80 


60 


40 


20 


44 


70 


230 


115 


140 


55 

84 98 

0v,! 1 . 11 J ii I J|in^VP) J H4vJ.-t-Jvilt l (V | 1 l 1 l l |l | r i I I I I I I I ' pj i.. n frrvp 'i l ‘l I m -H^Ti i ttt-I- 

jn/z--> 30 40 50 60 70 80 90 1 00 110 120 1 30140 150 160 170 160 190 200 2 10 220 230 240 25 0 260 270 2 80 290 3 00 3i0 


187 


258 


175 


272 286 


300 


Abundance 

I ! 

80 


60 


#128608: Oxycodone 


40 


201 


230 


£n/z~ 


0! 


42 


70 

I 


140 


201 


115 


30 


58 


84 98 


128 


...... J itiVi 1 ^ i i J i'r-;-t4V-!i i 

30 40 50 60 70 8'0 90 100 U0 120130 l4fl 


187 


217 


258 


!| III |!li|. Ji I 244 2 T 2 286 3 < f° j| 

.fl # !I■ HW r.rti- K i[ ■ i W i ■ u iliv.. nf .-W 

> 150 1 60 170 180 190 200 210 220 260 240 250 260 270 280 290 300 310 


711815.D 


Fri Jul 09 14:22:59 2010 


Page 2 


Folk_OIG_PRR_031248 



























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_20_10\711817.D 

ASD 

20 Apr 2010 18:57 

BLANK 
ASD 
1 

DRUGS 

RTE 


'Abundance TIC: 71f8T7X> 

2001 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


711817.D Fri Jul 09 14:23:04 2010 


Page 1 


Folk_OIG_PRR_031249 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711818.D 

ASD 

^^^10 19:11 

ASD 

18 

DRUGS 

RTE 


^bundance 

400000 

300000! 

200000 


Tfcnriffrexr 

5186 


100000 


frime~> 2.00 ‘ 2.50 1 3.(DO ’ 3.fe 

o' ' 4.bo' ' 4.60 5.00 

5.50 ' 6.00 ’ 

6.bo 7.00 7.50 

' ' abo aio ' 9.00 J o.bc 

) 1 ' 


Ret. Time 

Area 

Area % 

Ratio % 



5.857 

717180 

100.00 

100.00 




711818.D 


Fri Jul 09 14:23:07 2010 


Page 1 


Folk OIG PRR 031250 














Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM5\04 20_10\711818.D 



Operator 

ASD 



Date Acquired 

20 Apr 2010 19:11 



Sample Name 




Submitted by 

ASD 



Vial Number 

18 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 5.86 ( 

1:\DATABASE\NIST9 8.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Oxycodone 

Averaae of'5^1o 5.9“47mFn;: TfiMSTTM 

000076-42-6 

99 



315 


70 


230 


115 


140 


201 


Rd 98 128 | 

,L| I T I L, „ iLAjrf 


187 


175 


215 

ji 


258 


4o' K ’ 80^ ICO 1 loi^Otlo■1 ■lo 1 lollo ilol^O iKSo2102^02302<loSo2^02$03(32&j3&STo 


272 287 


300 


Abundance 

80 j 
60 
40] 

201 

30 

rr^j-n- 

'm/z-> 30 


#128608: Oxycodone 


315 


230 


70 


140 


201 


42 


li 58 l V T li. i. . <: 101 Ml, M If!! 244 272 9m 

r I i-iJfa-rV i i i 1 i iVl#4i -rrj'lipi r hA t . -iM'i'1 1 1 r t V 1'P h n lb l*rri-)-TTl Vi -1 t 

40 50 60 70 80 90 100 110 120 1*0 140 150 1$0 170 180 190 200210 220230 2^0 250 260270 280 260 


84 98 


115 

128 


187 


157 l^ 175 


217 


rri'liPli 


258 


244 


272 


300 

'irtlri i i i [> J 

) 300 3i0 


711818 .D 


Fri Jul 09 14:23:08 2010 


Page 


Folk_OIG_PRR 031251 























Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\04_20_10\711820.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 19:38 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 



* * *NO INTEGRATED PEAKS*** 



Folk_OIG_PRR_031252 

























Area Percent / Library Search Report 


Information 
File Name 


from Data File: 

: D:\SYSTEM5\04_20_10\711821.D 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

20 Apr 2010 19:51 

21 

DRUGS 

RTE 


[Abundance 


Tfcrrrwncr 

5186 


40G00Oj 

SOOOGoj 

200000 

100000 


frime-> ° 2 ,bo' ' 2 .&T 1 ibo ' 

ZW . 4.W '4.fe6 5.0o" 


""eio 1 7.do' ’ 7.feo' s.bo 

' 8.50 9.00 ' 9.50 ' 


Ret. Time 

Area 

Area % 

Ratio % 


5.860 

767689 

100.00 

100.00 



711821.D 


Fri Jul 09 14:23:46 2010 


Page 1 


Folk_OIG_PRR_031253 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711821.D 

ASD 

20 Apr 2010 19:51 

ASD 

21 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 5.86 C:\DATABASE\NIST98.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 



711821.D Fri Jul 09 14:23:46 2010 Page 2 


Folk OIG PRR 031254 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711823.D 
ASD 

20 Apr 2010 20:18 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


711823.D 


Fri Jul 09 14:23:52 2010 


Page 1 


Folk_OIG_PRR_031255 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711824.D 

ASD 

20 Apr 2010 20:31 

24 

DRUGS 

RTE 


jAbuhdanoe 
| 350000 

300000 
250000 
200000 
150000 
100000 
50000 

|Time ~ > ° 2.6 6 ' ’ 2.^0 ^3^56 ~ ’ IW 


ncrTrre24:cr 

5185 


4.00 ’ ' 4.io" ' 5.00 ' TFo ' ' 000 '"6.1i0' ' 7.66 1 1 7.feo ' ' 8.00^8.& ' 91)6’^9.66 


Ret. Time 

Area 

Area % 

Ratio % 

5.853 

617599 

100.00 

100.00 


711824.D Fri Jul 09 14:23:55 2010 


Page 1 


Folk_OIG_PRR 031256 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04__20_10\711824.D 
ASD 

20 Apr 2010 20:31 


ASD 
24 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5.85 

C:\DATABASE\NIST9 8.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

J | 

Average ofHETB to 5.986 min.:TTT8247D“f-) 


.. ] 

315 1 


44 

: ! 


TO 


230 


115 


140 


201 


55 


rJl-rnWl 


84 98 


128 


187 


S I ! | I , | , M: ,i|| , 1,1,150,,,, 

jn/z , ~> 30 40 50 60 70 80 90 100 110 120 ISO 140 150 160170 180 190200 210 2^0 230 240250260270280200300 310 


161 


175 




214 


258 


244 


272 286 300 ,1 


jAbundance" 


80 


60 


40 


20 


0 i-T'-rtnr' 

tofe-> 30 


42 
30 


“#128608: Oxycodone 


70 


140 


115 

i 128 


187 


T 58 ] 84 wo ( | T I 157 166 175 Mi | i 2 44 |j 272 2 86 300 J 

■r-ryknT^ 'i' ■ 1 i'i ! l | ' i 1 J ■ i ' i ‘Mi 1 ! 1 V [ ' h 4tP|' 1 ■ r"r4^l 1 1 -vrfM I h - rtWf I i li ^ T h - rrH ' I ' l 1 j i i cl {In i|n li-r.-rttfiT-i-i-i W* 

40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 3^0 


230 


201 


217 


258 


3^5 ! 


711824,D 


Fri Jul 09 14:23:56 2010 


Page 2 


















Area Percent / Library Search Report 


Information from 
Pile Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_20__10\711826 .D 
ASD 

20 Apr 2010 20:58 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


711826.D 


Fri Jul 09 14:24:10 2010 


Page 1 


Folk_OIG_PRR 031258 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM5\04__20__10\711827 . D 
ASD 

20 Apr 2010 21:11 


ASD 

27 

DRUGS 

RTE 


Abundance 
300000 

250000 

200000j 

150000| 

100000 

50000 

0 ^ 


TIC: 711827. D 
85 


ik 


[Hme-> £ 56 ''2.56 3.06 i.feo r 4-bo' ' 4 .bo s.bo ' ' abb 6.00 1 'abb' 7.00' 1 7.5k 'abo ’ "sicTTi'ocT ’9.bo 


Ret. Time 

Area 

Area % 

Ratio % 

5.853 

483665 

100.00 

100.00 


711827.D 


Fri Jul 09 14:24:13 2010 


Page 1 


Folk OIG PRR 031259 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM5\04_2 0__10\711827 . D 
ASD 

21:11 

ASD 

27 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.85 C:\DATABASE\PMW_T0X2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000 - 00-0 2 


Abundance 


“Average oTCTTeTo 5:mj^rrrmr.D~(T 



Abundance' 


80 


60 


40 ; 


20 


70 


"#583: Oxycodone 


PI 573”“ 


315 


230 


140 


201 


185 


217 


L~> 0 r 4to ' n 50 6 ; 0 ’' 70' 80 ’ 'WvSo 1 \ 0 l£o 14o 140 160 115170 lAo 1 do 2 & 21 0220 2302^0^02^0 2% 260 2?0 3(io 3 ] 0 


258 


244 


281 


300 


711827.D 


Pri Jul 09 14:24:14 2010 


Page 2 


Folk OIG PRR 031260 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711829.D 

ASD 

20 Apr 2010 21:38 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


711829.D 


Fri Jul 09 14:24:18 2010 


Page 1 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711830.D 

ASD 

21:52 

ASD 

30 

DRUGS 

RTE 


Abundance 

400000- 


Ttcrnmm 
86 


300000 

200000 

100000 


Time--> 0 2.66 ' ‘ 2.66' 3.66 

’ 3.66' 4.66 4.66 '"166 

5.50 ' ' 6 ST 

’ 6 . 66 '' 7 . 60 ' ’ 7 . 60 ' 8 . 6 o '' 6 . 66 '' 6.60 ' 9 . 66 ' 


Ret. Time 

Area 

Area % 

Ratio % 

5.859 

726376 

100.00 

100.00 


711830.D Fri Jul 09 14:24:21 2010 Page 1 


Folk OIG_PRR_031262 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711830.D 

ASD 

21:52 

ASD 

30 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5.86 

C:\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 



711830.D Fri Jul 09 14:24:21 2010 Page 2 


Folk_OIG_PRR 031263 







































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_20_10\711832.D 
ASD 

20 Apr 2010 22:19 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


711832.D Fri Jul 09 14:24:41 2010 


Page 1 


Folk_OIG_PRR_031264 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711833.D 

ASD 

20 Apr 2010 22:32 

ASD 

33 

DRUGS 

RTE 


400000 



300000{ 

20000o! 

1000001 

! 


[rime--> 2.60 ' 2.bo 

3.00 ' ’ 3 .ho 4.00 1 4. bo ’ 5,00 

r ' iho ' 6 . 00 ' 

sio 1 7.00 ’ T.feo 

’ 8.06 1 e.feo 9 . 66 ' 9.feo 


Ret. Time 

Area 

Area % 

Ratio % 


5.864 

965896 

100.00 

100.00 



711833.D 


Fri Jul 09 14:24:44 2010 


Page 1 


Folk OIG PRR 031265 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711833.D 
ASD 

20 Apr 2010 22:32 


ASD 
33 

DRUGS 

RTE 


Search Libraries 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5.86 

C:\DATABASE\NIST98.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 


Abundance 


“Average oT^^lo'5^7ITi™ .: 71T833. D (-) “ 



Abundance 


80 


60 i 


40 


20 


#128608: Oxycodone" 


70 


140 


< 42 

oL 3 ° T J.L,,,ui,,i' 


58 


115 


84 98 


128 


jm/z~ > U ’50"6’0 70 80 9'0 1001101201 


80 90 100 HO 120 130 140 1501601/Q180190 2u0 210220 


315 


230 


201 

187 I 217 
157 175 |jj ,j| 


258 


244 

i i‘ii-i-,.,.1 4 


, , 2 86 3 °° 


272 


'l-iffri I i ’i ' l ' i I I I I Wit. l] m -i T r i I'l tttHJi n| i TI' ip *'' • ■ < 

230 240 250 260 270 280 2^0 300 310 320 330 


711833.D 


Fri Jul 09 14:24:45 2010 


Page 2 


Folk OIG PRR 031266 





























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20__10\711835 .D 
ASD 

20 Apr 2010 22:58 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711835.D 


Fri Jul 09 14:24:49 2010 


Page 1 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711836.D 
ASD 

20 Apr 2010 23:12 


ASD 

36 

DRUGS 

RTE 


Abundance 
350000 


300000 

250000 

200000 

150000 

100000 

50000 


‘TICf7Ti836.D 
85 


fTime-> ° 2.1)0 ‘ ’ 2.ko ' 

3.00 ' 3.50 ' 4.00 lib ' 5.00 

i" -I t~rr ; r Ni r r 

5.50 6.00 

'6.5b' 1 7.66' ’ 7.bo ' 8.bo' ' bio ,-r 9.bb 'bio" ’ 


Ret. Time 

Area 

Area % 

Ratio % 

5.852 

557417 

100.00 

100.00 


711836 ,D 


Fri Jul 09 14:24:52 2010 


Page 1 


Folk_OIG PRR 031268 












Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711836 . D 
ASD 

20 Apr 2010 23:12 

36 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C: \DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.85 C:\DATABASE\PMW_TOX2.L 

Oxycodone 000076-42-6 90 

Endogenous biomolecule AC 000000-00-0 2 


Abundance 


80 


Average6r5'.8T5T6 5.S57min.:Tn836:tr(T 


315 


60; 


40 


20 


44 70 


58 


230 


115 

84 98 I 128 


140 


201 


p/z-> 40 50 60 ^0 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 2&0 300 310 


187 


,1.150,, 


161 


175 


215 

ill 


258 

244 , 272 286 300 


bundance 


#583TDxycodonjF 


T1573 


80 


60 


40 


20 


315 


70 

I 


230 


140 


201 


ol- 


iss 


TT;-| I »T| 1 1 TT 1 - I jjC 


h V 4b Jj&jsb ' 7^80' 1 9 f Q T 1 QO 110 12qT lAo 14oV&) 1 60iT o V^lSo^Q 21 02^0 2^0 2^0 250 260 270 2&} ^O^OcTaiQ " 1 


217 


258 


244 


281 


300 


II 


rrj i n 1 1 r r v r pHV i 


711836 .D 


Fri Jul 09 14:24:53 2010 


Page 2 


Folk_OIG_PRR_031269 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\04_20_10\711838.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 23:39 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 



Ret. Time 


Area Area % Ratio % 


* * *NQ INTEGRATED PEAKS*** 


711838.D Fri Jul 09 14:24:59 2010 Page 1 


Folk_OIG_PRR 031270 





































Area Percent / Library Search Report 


Information from Data Pile: 

File Name : D:\SYSTEM5\04__20_10\711839.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 23:52 

Sample Name : OXYCODONE STD 

Submitted by : ASD 

Vial Number : 6 

AcquisitionMeth: DRUGS 
Integrator : RTE 


[Abundance TIC: 711839.(7 

5 84 

140000 

120000 

100000 

80000, 

60000 
40000 
! 20000 

Time-> °2,bo ’ 2 ,bo ’' 3.66 ’' ifeo ' 5.bo s.ko 6.bo 6.50 7.t)o ' 7.kb' ' 8 .66' afeo abo&feo 



711839.D Pri Jul 09 14:25:02 2010 Page 1 


Folk OIG PRR 031271 

















Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM5\04 20_10\711839.D 

Operator 

ASD 

Date Acquired 

20 Apr 2010 23:52 

Sample Name 

OXYCODONE STD 

Submitted by 

ASD 

Vial Number 

6 

AcquisitionMeth 

DRUGS 

Integrator 

: RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.84 C:\DATABASE\PMW_T0X2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 94 

000000-00-0 9 



JSBTundaace" 


80 


60 


40 


2Q\ 


#583: Oxycodone 


PT573 


70 


|m/z-> ° 4b rr 50 ’60 7<T "8& '9 fe 100 1 i0 lib ' 


140 


315 


230 


201 


185 

Hi 


T%-T-,-r4 


217 


.. ... T][ . , ,. t J. 

o lio iso' ibb i/'b i bo'ibb 260 210 22b 23b So So 2&0 bio 2bo2§o 3bo 3-lo 


258 


244 


281 


300 


711839.D Fri Jul 09 14:25: 02 2010 


Page 2 


Folk OIG PRR 031272 


























Area Percent / Library Search Report 


Information from Data File: 
File Name 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711856.D 

ASD 


21 Apr 2010 
BLANK 

2 

DRUGS 

RTE 


3:39 


Abundance ..".~...TIC:711856.D 

i 150 i 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


711856.D 


Fri Jul 09 14:25:21 2010 


Page 1 


Folk OIG PRR 031273 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711857.D 
ASD 

21 Apr 2010 3:52 

DIAZEPAM STD 

57 

DRUGS 

RTE 


300000 

250000 

200000 

150000 

100000 

50000 


Time~> 2.00 ' 2.feb 

' 3.00 3.50 4.00 4,k) ' 5.00 

' 5.50 

6.00 

6.ko ' 7,00 ' 7.6o 

’ e.bo ’ 6.66 ' ’ 9.66 9 . 56 ' ’ 


Ret. Time 

Area 

Area 

% 

Ratio % 


5.415 

377893 

100 . 

00 

100.00 



TIC: 71185713 
5)42 


711857.D Fri Jul 09 14:25:25 2010 Page 1 


Folk OIG PRR 031274 













Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM5\04 20_10\711857 . D 

Operator 

ASD 

Date Acquired 

21 Apr 2010 3:52 

Sample Name 

DIAZEPAM STD 

Submitted by 


Vial Number 

57 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries 


\DATABASE\SLI.L 
\DATABASE\PMWJT0X2 . L 
\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality; 90 


PK# 


RT 


Library/ID 


GAS# 


Qual 


5.42 C:\DATABAS E\PMW_T0X2.L 

Diazepam 

Nordazepam enol ME 
Clemizole 


@ 00043 9-14-5 99 

@ 000000-00-0 41 

000442-52-4 10 


Sundance' 


80 


60 


40 


20 


"Average of 5T3B3 to 5A58 min.T7 r i r T657n”iy 


42 


110 

51 63 ? \ 8 | 9 I ■ 125 

l i i , 102 

•I I 


165 


151 


138 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 ISO 170 180 190 200 210 220 2^0 240 250 260 270 280 ' 


177 


193 205 



Abundance 


80 


"W48TTD73zepam 


”@ PI 393 


60 


40 


20 


221 


110 


165 


177 


192 


2f6 


241 


283 


W>/z~> ° ’ 40 ’ 50 ’ 60 ' 70 f 1 So 90'100 110 1&> 130 140 150 16CM ?Q iSo iStfi&O 210 2^o'Tio 240 250 2602Jo 2^0 


! 268 „„ , 


711857 .D 


Fri Jul 09 14:25:25 2010 


Page 2 


Folk_OIG_PRR_031275 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711859.D 

ASD 

21 Apr 2010 4:18 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS* * * 


711859.D 


Fri Jul 09 14:25:36 2010 


Page 1 


Folk_OIG_PRR_031276 




































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04 _20_10\711860.D 
ASD 

21 Apr 201 0 4:32 

60 

DRUGS 

RTE 


P 


Sundance 


^T!CT7iTB50:tr“ 

5141 


j 250000 
200000 
j 150000 

! 100000 j 

50000 


fame--> ° 2.0cT ' 2 .I 56 " 3.00 3.! 

_ r . \\ 

50^ 4~00 "^4.50 1 5.0cT 5^0 T " 6.0 

6.66 ’ ’ 7.56 ' ^7,50 8 . 00 ^" 8.60 '' 9 . 60 ' ' 9,bo 1 


Ret. Time 

Area Area % 

Ratio % 

5.413 

292898 100.00 

100.00 


711860.D Fri Jul 09 14:25:39 2010 Page 1 


Folk_OIG_PRR_031277 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_20_10\711860.D 
ASD 

^^|^^^10 4:32 

ASD 

60 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 5.41 C:\DATABASE\PMW_TOX2.L 

Diazepam @ 000439-14-5 99 
Nordazepam enol ME @ 000000-00-0 14 
Clemizole 000442-52-4 12 



711860.D Fri Jul 09 14:25:40 2010 Page 2 


Folk_OIG_PRR_031278 


























Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\04_20_10\711868.D 

Operator : ASD 

Date Acquired : 21 Apr 2010 6:18 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 



* * *N0 INTEGRATED PEAKS*** 


711868.D Fri Jul 09 14:25:46 2010 


Page 1 


Folk_OIG_PRR_031279 








































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711869.D 

ASD 

21 Apr 2010 6:32 

DIAZEPAM STD 

57 

DRUGS 

RTE 


Ab 


300000 

250000 

200000 

150000j 

| 

100000j 

50000 


TfCTTTfSegX)' 


5141 


Time~> 0 256 ' l.ko ’ Tbo ’ 3.^6 ' ""i.66 " '' Too ' 6io r ' ' 6.Fo ' ’ 7® 'tAo ’ ' iW ' b5o ' 9.b6 " 9io ’ i 


Ret. Time 


Area Area % Ratio % 


5.414 


363947 100.00 100.00 


711869.D Pri Jul 09 14:25:50 2010 


Page 1 


Folk_OIG_PRR_031280 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711869.D 

ASD 

21 Apr 2010 6:32 

DIAZEPAM STD 

57 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.41 C: \DATABASE\ PMW__T0X2 . L 

Diazepam 

Clonazepam-M (amino-HO-) 
Nordazepam enol ME 


@ 000439-14-5 99 

041993-29-7 17 

@ 000000-00-0 14 


Abundance 


80 


60 


40 


20 


Average of 6.382 to 5.467 min.77Ti 869.D~(4 


110 


51 77 89 

| 63 


I « , lit , J i'f 

I 0 Vr-| 4 vi 4 J l i I‘| ffii-rV J H I*I V -l l' jdv 1 - 

Wz--> 40 50 60 70 80 90 100 1 


165 


221 


127 


151 


138 


i rrn’n i ; < i ‘ ^ 

do 120 130 140 150 160 


177 


193 205 


, , .IT , r rr Jl 

170 180 190 200 210 220 230 240 250 260 270 260 


213 


330 ; 


2^6 


241 


2^3 


268 


Abundance 


80 


M 8 T: Ojazeparri 


rpi.. 


60 


40 


20 


110 


165 


0 4 - v - f - r -i r 1111 irr-rniTr-. i i I r'HTTn ‘'t'/,-i vrrTh-m rm i ! i ■ i' r T Trr r-| ■■ i i i j iTrnrrr p |i T i ' '"I”, rv-iTi-i-rp i i rttTTTi tit rl'i-ri >' > , i*ITl i J I I I n-i it 

m/z-o 40 50 60 70 80 90 l6o 110 1&) 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


177 


2$6 


221 


192 

n-r -i-frn-Ti I I -J rriTn-r 1 t : i 


241 


1 -r 


283 


j 268 

li t -i ill 


711869.D 


Fri Jul 09 14:25:50 2010 


Page 2 


Folk_OIG_PRR_031281 








































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D : \SYSTEM6 \ 04__2 2_10 \ 712114 . D 
ASD 

22 Apr 2010 12:00 

BLANK 

1 

DRUGS 

RTS 



Ret * Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


712114,D 


Fri Jul 09 14:17:35 2010 


Page l 


Folk_OIG_PRR_031 282 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \ SYSTEMS \ 0 4__2 2_10 \ 712115 . D 
ASD 

22 Apr 2010 12:13 

OXYCODONE STD 

15 

DRUGS 

RTE 


Abundance 

TIC: 

712115.0 1 


5 

71 

I 800000! 

j 



400000' 

( 

| 


! 200000 



i 

Ti'n i i'yr'n'Tj n-r-TTn tt'j r~r » tti r~i rri n 

^ i ' 11T ! 1 ■' M i ri 11 1 1 r! " r ! 1-7 r r ' ^ t r ri ,_ n i 


}Time --> 2 ,00 2J50 ._3.pL. 3.50 4,00 4.50 5.00 S£0_ 6.00 6.50 7.00 7.50 8.00 6.50 9 .0 0 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.706 

1154238 

100.00 

100.00 


712115.D Fri Jul 09 14:17:40 2010 


Page 1 


Folk_OIG_PRR_031283 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D : \ SYSTEMS \04_22_10\712115.D 
ASD 

22 Apr 2010 12:13 

OXYCODONE STD 

15 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


FK# RT Library/ID 


CAS# Qual 


5.71 


C:\DATABASE\NIST02.L 



Oxycodone 

000076-42“6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

jAbundance 

Average of 5.648 to 6,891 min.: 71211 5.D (-) 

3j5 



80 

60 

40 

20 


230 


44 


70 


m/z-> 


20 


1 i 1 

40 


1 


116 


84 98 

■■hijii. lii.iiji 


140 


201 


I vrr vy t? a Hr i 1 i !li )VYTV-i^Y* ; rn' , p^rn , ’|"i vtt’; r n + ' }T i rr\ i n t t tv y rm -p 

60 80 100 120 140 160 180 200 220 24 0 260 _28p_30p 3 20 34 0 


187 




214 


258 


244 


272 286 300 



712115.D Fri Jul 09 14:17:41 2010 Page 2 


Folk_OIG_PRR_031284 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM6\04_22_10\712123.D 

ASD 

22 Apr 2010 13:55 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance “ '.' TIC: 712123.D 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS * * * 


712123.D Fri Jul 09 14:17:51 2010 


Page 1 


Folk_OIG_PRR_031285 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\SYSTEM6\04_22_10\712124.D 

Operator ; ASD 

Date Acquired ; 22 Apr 201 0 14:07 

Sample Name : 

Submitted by : ASD 
Vial Number : 24 

AcquisitionNeth: DRUGS 
Integrator : RTE 


Abundance TIC: 712124,D 



Ret- Time 

Area 

Area % 

Ratio % 

5.701 

342247 

100,00 

100,00 


712124.D Fri Jul 09 14:17:55 2010 Page 1 


FolkJDIG PRR 031286 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEMS\ 
ASD 

22 Apr 2010 


ASD 

24 

DRUGS 

RTE 


04__22___10\712124 .D 
14 : 07 


Search Libraries : C .* \DATABASE\SLI. L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 5.70 C:\DATABASE\NISTG2.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

j 80 

i 60 

40 

! 20 

i 

0 

Abundance 

I 

80 

! 

j 

; eo 

40 

j 20 

0 


Average of 5.669 to 5.817 min.; 712124.D (-) 


230 


3 5 


42 


70 


55 


115 


84 98 


140 


201 


128 

l 

u. 


187 


161 


175 




215 

i,ji i 2 


258 


244 


272 2 8 6 3 ?° 


■ f y i Vi ! | 'm'^vyr ft Mj 'Wyrf r v'pt-Y-YTf * < ‘*ignrrt -TY V* rT -T^ 

JO 60 80_100 120_140^ 160 J 80 200 220 240 260 280 300 

#125517: Oxycodone 


341 

rr-T-r- 


355: 


320 340 

315 


230 


140 


201 


30 


42 


! 115 

68 84 98 128 

187 

, 157 175 i| , 

I 217 

!‘l 


J, 1 1 ,iB ilk. .te 

-T-r^:"r-] i i u i i iTTl'n 

Uri 


258 


I 2 44 

H T J hfn* f 


272 266 300 

i | ” i'i i lfn 


m/z-> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 


T , | n-r,-p » 

320 340 


712124 .D 


Fri Jul 09 14:17:56 2010 


Page 2 


Folk_OIG_PRR_031287 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM6\04__22_1G\712126 -D 
ASD 

22 Apr 2010 14:33 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 712126.D 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


712126,D Fri Jul 09 14:18:28 2010 Page 1 


Folk_OIG_PRR_031 288 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTBM6\04_22_10\712127.D 

ASD 

22 Apr 2010 14:46 


ASD 
27 

DRUGS 

RTE 


Abundance 

600000 


400000 


200000 


Tfme--> 


2.60 


3.31 


4,00 


rnrripf^ r - r - r j i T i 1 ■ ry - r r i- r ^ r T - rr \ i rr r j r i i rp- *i Prpn m | i i i ' T '| i i \ t ) m i i | » i rrjrvn i i tt-i f i < t t ; 

2.00 2.60 3.00 3.60 4.00 4.50 6,00 5.50 6,00 6.50 7.00 7.50 6.00 8.50 9.00 9.50 


L 


TIC: 712127.D 
5|70 


Ret. Time 


Area Area % Ratio % 


2.496 
3.311 
4.003 
5.701 


307455 18.13 29.15 

202305 11.93 19.18 

131123 7.73 12.43 

1054660 62.20 100.00 


712127.D Fri Jul 09 14:18:32 2010 


Page 1 


Folk_OIG_PRR_031289 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM6\04__22__10\712127 . D 
ASD 



ASD 

27 


DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


2.50 C:\DATABASE\NIST02.L 
Acetaminophen 
Acetaminophen 
Acetaminophen 


000103-90-2 95 
000103-90-2 94 
000103-90-2 94 


Abundance 

80 

| 60 
40 
20 


" Average of 2.475 to 2.618 min:- 712127.D 
169 


43 


80 



53 

, I 

tT-tJ 

ll 63 

'nrilN'i i T t¥i tT-T, .-r 

L 69 I 


120 135 


151 


207 


• m } n ' t -t-t t t tt i i < i tt i i iti i i n | i h i | i : 


mlz^> 10 _20 _30 _40 50 60 70 80_90 100 110 120 1 30 1 4 0 1 50 1 60 170_180 190 200_j 

”#23677: Acetaminophen j 

109 



151 


43 


80 


15 27 

i 1 rp 11 


53 

il 63 

■i -[ ' j I 'rij m i ) ] 


. 88 96 h. 

TmTrrn rm I'f 


120 135 


I 1 - | I 1 M | I . I TT> 


Wz~> 10 20 30 40 50 60 70 80 .90 100 110 120 130 140 150 16 0 170 180 1 9 0 200 
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Folk_OIG_PRR_031290 










Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM6\04_22_10\712127.D 

Operator : ASD 

Date Acquired : 22 Apr 2010 14:46 

Sample Name : [HBiHBiH 

Submitted by : ASD 

Vial Number : 27 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

3 .31 

C:\DATABASE\NIST02 ,h 





n-Hexadecanoic acid 

000057-10-3 

98 



n-Hexadecanoic acid 

000057-10-3 

94 



Tetradecanoic acid 

000544-63-8 

87 


Abundance Average of 3.268 to 3.443 min.: 712127,D {-) 

! | 6p 7j3 

; 80 
60 


129 




712127.D Fri Jul 09 14:18:34 2010 Page 3 


Folk_OIG_PRR_031291 






Area Percent / Library 


Search Report 


Information from Data File: 

File Name : D:\SYSTEM6\04_22_10\712127.D 

Operator : ASD 

Date Acquired : 22 Apr 2010 14:46 

Sample Name : 

Submitted by : ASD 
Vial Number : 27 

AcquisitionMeth; DRUGS 
Integrator ; RTE 


Search Libraries: C:\DATABASE\SLI,L Minimum Quality: 80 

C:\DATABASE\NISTG2.L Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

3 4.00 

C:\DATABASE\NISTO 2 .h 




Octadecanoic acid 

000057-11-4 

99 


Octadecanoic acid 

000057 -11 - 4 

96 


Octadecanoic acid 

000057-11-4 

95 

Abundance 

^Average or3.972 to 4^077 rninT: 712127.D"(-) 

---- 

- j 



712127.D Fri Jul 09 14:18:35 2010 Page 4 


Folk_OIG_PRR_031292 






Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM6\04_22_10\712127.D 

Operator : ASD 

Date Acquired ; 2^Ap3^*0i() 14:46 

Sample Name : BHHfHHHHI 

Submitted by : ASD 

Vial Number : 27 

AcquisitionMeth: DRUGS 

Integrator : RTE 



712127.D Fri Jul 09 14:18:36 2010 Page 5 


Folk_OIG_PRR_031293 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator * 


Data File: 

D:\SYSTEM6\Q4_22JL0\712129,D 
ASD 

22 Apr 2010 15:11 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance “ ~ TIC 712129 D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* ** 


712129,D Fri Jul 09 14:18:42 2010 


Page 1 


Folk_OIG_PRR_031294 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM6\04__22_10\712130,0 
ASD 

22 Apr 2010 15:24 


ASD 

30 

DRUGS 

RTE 


300000 

200000 

100000 


0 


2.50 


H~ 




rf^Tm 



Time-> 2.00 2.50 3.00 3.50 4.00 4.50 


'T-r r rr^ n 

5.00 5.50 


6.00 6.50 7.00 7,50 6.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2,501 219795 23,93 31.46 

5,701 698605 76.07 100.00 


712130,D Fri Jul 09 14:18:47 2010 


Page 1 


Folk_OIG_PRR_031295 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM6\04_22__10\71213 0 , D 
ASD 

22 Apr 2010 15:24 


ASD 
30 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02,L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

1 2.50 

C:\DATABASE\NIST02.L 

Acetaminophen 

000103-90-2 

95 


Acetaminophen 

000103-90-2 

94 


Acetaminophen 

000103-90-2 

94 

Abundance 

! i 

Average of 2^70 to 2.618 min.: 712130TD (-} 
109 


; 


80 

60 


m/Z"> 



Abundance 


80 


60 


40 


20 


0 


43 


#23677: Acetaminophen 
109 


80 


15 


27 

-rtrr 


m/z-> 10 20 30 


rrp 

40 


1 53 

. 

; ll 63 

ivrr-HTt r ili'l 1 p-rj 1 

1. 88 96 

^ " 1 , ,-rl 


151 


120 135 


50 60 70 80 


Tr-TTT-j-r-r^. j i . TT T nr r-rp . . rpr-m-p^r 

90 100 110 120 130 140 150 160 170 180 190 200 


712130.D Fri Jul 09 14:18:48 2010 


Page 2 


Folk_OIG_PRR_031296 













Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM6\04_22_10\712130.D 

ASD 

22 Apr 2010 15:24 


ASD 
30 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI .h 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PKJf 

RT 

Library/ID 

CAS# 

Qual 

2 

5.70 

C:\DATABASE\NIST02.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42 -6 

99 



Oxycodone 

000076-42-6 

99 

Abundance 


Average of 5.653 to 5.849 min.: 712130.0^) 

- .- --- 





3l5 



80 


80 


40 


20 


i 

m/z~> 


44 


70 


rr Y rl 

20 


40 


ryn 

60 


230 


115 


98 


140 


201 


187 


, , | . j. [ j | | i 


A 


V 

80 


100 120 140 160 


HP 

180 




A 

HHp 


258 




272 


300 „ 

^ArrA 


331 


V 1 


40? 


200 220 240 260 280 300 320 340 360 380 400 


Abundance 


80 


60 


40 


20 


#125515: Oxycodone 


m/z~> 


T“rr"t~p 

20 40 60 


230 


42 ™ 115 201 

| 7 0 j 140 185 


258 




300 


i i ; TV| Vfi V ' |' i "i '- f 'i Ti r y i fVt ^ I t i tV l i h ry i n 't - } i t 1 } 1 > <"f Y } rr i Tpnrf i rrr prrTT-pr 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


712130.D Fri Jul 09 14:18:49 2010 


Page 3 


Folk_OIG_PRR_031297 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D : \SYSTEM6\04_22_10\712132 . D 
ASD 

22 Apr 2010 15:49 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 712132.D 



Ret * Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


712132.D Fri Jul 09 14:18:55 2010 Page 1 


Folk_OIG_PRR_031298 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM6\04_22 10\71213 3 .D 
ASD 

22 Apr 2010 16:02 


ASD 

33 

DRUGS 

RTE 


Abundance 

300000 

200000 

100000 


jTime-> 


TIC: 712133.D 
5|70 


2.50 



Ret. Time 

Area 

Area % 

Ratio % 

2,501 

186867 

22.34 

28.76 

5,701 

649725 

77.66 

100,00 


712133 , D 


Fri Jul 09 14:18:59 2010 


Page 1 


Folk_OIG_PRR_031299 






Area Percent / Library Search Report 


Information from Data File: 

File Name s D:\SYSTEM6\04_22__10\712133.D 

Operator : ASD 

Date Acquired : 22 Apr 2010 16:02 

Sample Name : 

Submitted by : ASD 
Vial Number : 33 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# RT Library/ID CAS# Qual 


1 2.50 C:\DATABASE\NIST02.L 


Acetaminophen 

000103- 

-90-2 

95 

Acetaminophen 

000103- 

-90-2 

94 

Acetaminophen 

000103- 

-90-2 

94 


Abundance Average of 2.470 to 2,618 min.: 712133.D {-} 

! a A 


80 




712133.D Fri Jul 09 14:19:00 2010 


Page 2 


Folk OIG PRR 031300 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM6\04___22_1Q\712133 .D 
ASD 

22 Apr 2010 16:02 


ASD 
33 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\NIST02.L 


Minimum Quality: 80 
Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

2 5.70 

C:\DATABASE\NIST02.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

Average of 5.664 to 5.860 min,: 712133,D (-) 

.- • — - 

..— •) 

i i 


315 



80 


60 

40 

20 


230 


44 


70 


m/z-> 


20 


115 


,84 


98 


40 


60 


ijUI 


140 


201 


nr* 


187 




214 




258 


244 


flML 


l'lT'1 


272 287 3 ?° 




I t' I 

80 100 120 140 160 180 100 220 240 260_ 280 300 


pnr 

320 


343 


rryr-r 

340 


Abundance 

| 

| 

i 80 


#125515: Oxycodone 



i 


60 

40 


230 


20 


42 


70 


115 


15 28 


55 


m /z-> 


20 


-dr^- 

40 


60 


,84 


98 




MO 187 

15917,3 

l. , l?4, M ,jllj, jl.fi u 


201 


ft 


np 


80 100 120 140 160 


180 


215 

J| 


258 


244 


272 28 6 3 ? 0 


200 


f i i ~f \ i‘ -i | i t 

220 240 260 


280 300 


y-rr 

320 


340 


712133 , D 


Fri Jul 09 14:19:01 2010 


Page 3 


Folk_OIG_PRR_031301 








Area Percent / Library Search Report 


Information from Data Pile; 


File Name : D:\SYSTEM6\G4_22__10\712135.D 

Operator : ASD 

Date Acquired : 22 Apr 2010 16:28 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance . “ " TIC: 712135.D 


Abundance . “ " TIC: 712135.0 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


712135.D 


Fri Jul 09 14:19:09 2010 


Page 1 


Folk_OIG_PRR_031302 










Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired 
Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth; 
Integrator : 


Data Filer 

D : \SYSTEM6\04__22_10\71213 6 , D 
ASD 

22 Apr 2010 16:40 

OXYCODONE STD 

15 

DRUGS 

RTE 



600000 

400000 


TIC: 712136.D 
171 


200000 J I 

\ i ! 

! . Q J ? pi-r-i f -p-r i i t~j-t j i-T- p r i r r-p n r - p r T - r - 7-r i fV ! T -|- 7nr-^" '-r-|- rT" r-r-^ "r- r-T--r- Tfn^ r --7-'T- -p-- t r~r ( i rr t i i m y i tt r) j 

frime->_ 2.00 2.50 3.00_ 3.50 4.00 4.50 5.00 5.50 6,00 J1S0 7.00 _7.50 _8.00_ 8.50 9.00 9,50_ j 


Ret. Time 

Area 

Area % 

Ratio % 

5.706 

1367130 

100.00 

100.00 


712136.D Fri Jul 09 14:19:13 2010 


Page 1 


Folk_OIG__PRR_031303 






Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM6\04 22 10\712136.D 

Operator 

ASD 

Date Acquired 

22 Apr 2010 16:40 

Sample Name 

OXYCODONE STD 

Submitted by 


Vial Number 

15 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 80 

C:\DATABASE\NIST02.L Minimum Quality: 0 


PK# RT 

Library/ID 

CAS ft 

Qual 

1 5.71 

C:\DATABASE\NIST02.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076 ~42 -6 

99 


Oxycodone 

0 00076 -42-6 

99 

Abundance 

Average of 5.653 to 5.902 min.: 712136.D (-} 

--- -- 

■ ~ n 

I 


3l5 

[ 


80 

80 

40 

20 


230 


44 


70 


m/z~> 


20 


40 


115 


60 


80 



1 140 


98 

hi. Ill 1 

1 


187 

1 ll 

IM. I, 


luJiM 




201 


258 




272 

r+4-rf 


300 


331 355 


T 


405 I 

r T T 


100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


Abundance 

I 80 

I 

j 60 

40 

! 20 


#125515: Oxycodone 


230 


42 


70 


27 


lib 




20 


T 7 

40 


T' 

60 


98 


115 201 

140 185 | 


258 


273 

T^rfr-r- 


300 


rp~ri' ip pT T' p r i r ~ p ~ " 1 <" t ') * t' T 1 j < 1 'i *i p i ■ T | i n > j t-i Ti" 1 } i TrT~ p ~Vi ;jt i T“T-pHn~r p i r y j i T^-ry- rr TT-p-r 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


712136.D 


Fri Jul 09 14:19:14 2010 


Page 


Folk_OIG_PRR_031304 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_20_10\711838.D 

ASD 

20 Apr 2010 23:39 

BLANK 
ASD 
2 

DRUGS 

RTE 




Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


711838.D 


Thu Nov 18 09:25:26 2010 


Page 


1 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711839.D 

ASD 

20 Apr 2010 23:52 

OXYCODONE STD 
ASD 
6 

DRUGS 

RTE 




Time--> ZOO' ' 2 W' zb'o" 3.^0 -OxT ’ 4.^0 ‘ ' 5.00 ' ’ S.fe6 6.00^6^0 7.00 7.50 8.bo 8.^0 9.66 


Ret. Time 

Area 

Area % 

Ratio % 

5.844 

222995 

100.00 

100.00 


711839.D Thu Nov 18 09:25:31 2010 


Page 1 


Folk_OIG_PRR 031306 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM5\04__20_10\711839 .D 
ASD 

20 Apr 2010 23:52 

OXYCODONE STD 
ASD 
6 

DRUGS 

RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.84 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 94 

000000-00-0 9 



711839,D Thu Nov 18 09:25:31 2010 Page 2 


Folk_OJG_PRR_031307 







Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_20_10\711850.D 
ASD 

21 Apr 2010 2:19 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


711850.D 


Thu Nov 18 09:35:46 2010 


Page 1 









Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 


Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711851.D 

ASD 


21 Apr 2010 2:32 


ASD 

51 

DRUGS 

RTE 


'Abundance 
350000; 
300000 
250000 
200000 
150000 
100000 
50000 


85 


[rime-> 2 00 ’ ’ 2.66 ^ 3.00 ’ 3.50 ' 4.00 : 4 .56’ S .bo S.k6 ’ 6 65 6.50 ' ’ 7.66 ” 7.66 " 8 .1 


00 8.50 


9 00 


9.&0 ' 


Ret. Time 

Area 

Area % 

Ratio % 

5.854 

590559 

100.00 

100.00 


711851.D 


Thu Nov 18 09:25:42 2010 


Page 1 


Folk_OIG_PRR_031309 












Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM5\04 20 10\711851.D 



Operator 

ASD 



Date Acquired 

21 Apr 2010 2:32 



Sample Name 




Submitted by 

ASD 



Vial Number 

51 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 


1 5.85 C : \ DATABAS E \ PMW_TOX 2 . L 

Oxycodone 000076-42-6 90 

Endogenous biomolecule AC 000000-00-0 9 


Abundance 


80 


AveragGofBT8T2Td57970Triin.fTfT85Tn”(T 


315 


80 


40 


20 


44 


70 


230 


oW 


55 


115 


140 


84 98 

- L ;4' ! lW| 


128 


)nn/z- : >_40 50 60 70 80 90 

Abundance 


80 i 


‘i l l iJAi-.-W 


+4 j H-|-4 ! A j 1 jj|y4 J M-r44^i i i l T L t 1 j 

100 110 120 130 V 


201 


187 


1150 


161 


175 

'itU 


214 

I 


40 150_ 

W583TOxycodone 


258 


l 244 


272 288 


300 


i h44 i , i rjl ri i i , < Fi ; . rHYi vq rWr-j- 

150 160 170 1^0 190 200 210 220 230 2^0 250 2^0 270 280 2§0 300 3i0 


W 


315 


60 


40 


20 


70 


230 


140 


201 


258 


185 


217 


244 


281 


300 


Wz~> 40 50 60 70 ' 80 r 9 ! 0 100 110 120 130 140 150 V60 1 )o liio 1&0 20 0 210 2^0 2^0 240 2^0 260 270 2&0 2&0 300 310 


711851 ,D 


Thu Nov 18 09:25:42 2010 


Page 2 


Folk OIG PRR 031310 

































Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\04_20_10\711853.D 

Operator : ASD 

Date Acquired : 21 Apr 2010 2:59 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Folk OIG PRR_031311 




















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_20_10\711854.D 
ASD 

21 Apr 2010 3:12 

OXYCODONE STD 

6 

DRUGS 

RTE 


Abundance 
140000 

120000 

100000 

80000 

60000 

40000 

20000 

0 


TIC:7f1854.D 

5185 


fTIme- 


2.00 : ’ 2.50 ' ’ 3.1)6 ’ ' 3.ko ' ' 4.00 ' 4.&0 ' 5.66 ' 5.{50 ' 6.00 ' ' 6.50 7.66 ' 7.50 " $Fo' 8.S6 ’ ’ 9.1)6 " 9.feo 


Ret. Time 

Area 

Area % 

Ratio % 

5.847 


100.00 

100.00 


711854.D 


Thu Nov 18 09:25:53 2010 


Page 1 


Folk OIG PRR 031312 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM5\04_20__10\711854 .D 
ASD 

21 Apr 2010 3 :12 

OXYCODONE STD 

6 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMWJTOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


1 5.85 C: \ DATABAS E \ PMW__T0X 2 . L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000 - 00-0 2 


[Abundance 


7\vVra^dre:5reiy5;gZ67ninT71T85T01-)' 


60 j 44 


20 i 55 


,< Jiiiso, 


! 0 | W B v ' . j^i# 4 4 4 #^ lvl4 P Hi'l W ll | i4' ^iWrfWW rTT+l'W-rrr+^S-n-.-! At. rtt4rTnrntir> rrtl, ,ttttA- ,j 

Wi/z~> 40 50 60 70 80 90 iQO 110 l20 130 140 150 160 170 1 80 190 200 2ip 220 23 0 240 250 2 60 270 280 290 300 310 \ 


244 !, 272 286 


300 | 


Abundance 


If583: Oxycodone 


i 80! 


'rn/z—> 40 50 60 


■nrjnrrp i »tti i n | i rrr-j m i nri ; i-ml-HTr-m i r-rrri rm ir-p-J-W-r i rrhJ, ttu'< rj-r* ■ i-j-rl-rri-tTT-l . irn-, t—v» ?Jrr> , j m uf-rr i i it*W 

70 80 90 100 NO 120 l30 140 150 160 itO 180 190 2i>0 210 220 2^0 240 250 260 270 280 290 300 310 


711854.D 


Thu Nov 18 09:25:53 2010 


Page 2 


Folk_OIG_PRR_031313 














